From: 

Sent: 

To: 

Subject: 


Walsh, Paul (DPH) 

Monday, February 22, 2010 9:28 AM 
Hanchett, James (DPH) 

RE: Amherst Directions 


Hay thanks, can you look these over and tell me if your directions better 

From the Massachusetts Turnpike (1-90): 

1. Take Exit 4 (W. Springfield) north on 1-91 

2. From 1-91. take Exit 19 (Route 9- Northampton) - 19 miles. 

Ti! Bear right (east) on Route 9. to Route 116N - 5 miles 

4. Turn left on Route 116N, to "IJMass" exit-1 mile 

5. Bear right at the top of the exit ramp, go through the blinking yellow light, take a left at the next light onto Commonwealth 
Avenue. 

6. Turn right onto Campus Center Way; Facilities & Campus Planning is on the left. 

8 Enter the green framed glass stairwell at the front of the building and either walk up or take the elev ator to the lid floor 


From: Hanchett, James (DPH) 

Sent: Monday, February 22, 2010 9:08 AM 
To: Walsh, Paul (DPH) 

Subject: Amherst Directions 

Hi Paul, 

If you make the trip tomorrow, looks like possible snow, here are directions from Boston area. 


Jim 
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